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a towel to keep them clean until they are used. A table or box should be brought on which to lay the instruments and disinfectants, covered with clean towels or an old tablecloth, A bottle of tincture of iodine is useful to disinfect the skin at the point of injection. A pail containing a good disinfectant solution is needed to keep the instriu ments and the hands of the operator clean during the progress of the work. If the pigs are not badly soiled with mud, the skin may be painted with the iodine just before the serum or virus is injected. Dirty pigs will need to have their skin washed before the needle is introduced. The serum should be left in the bottle containers and drawn into the syringes through a special filling tube designed for this purpose. Under no consideration should the serum or virus be placed in a bowl or dish. Cleanliness in all phases of the operation will prevent the formation of abscesses. Each time after the serum syringe is filled, a clean needle should be slipped in place. The supply of clean needles may be kept in a pie-tin filled with some of the disinfectant solution.
There should be plenty of help to catch and hold the pigs. The man doing the vaccinating should not be expected to catch pigs and operate the syringes also. It is his business to keep clean and do clean work, but he cannot do this if he is forced to stop work at intervals to assist in holding a pig. The one doing the actual vaccinating should have on a clean suit of overalls and keep his hands clean at all times during the treatment.
The temperature of at least a dozen hogs should be taken immediately before the herd is treated. This will help to make certain the herd is in good condition and also to identify those pigs showing temperatures. If some show a high fever, the temperature of all the pigs should be taken and each feverish one marked with a daub of iodine on top of the head. Such pigs should receive more than the customary dose of serum. It is not uncommon to find a herd which appears healthy but has several pigs carrying temperatures. If this condition is not known, these pigs may die and the